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Office Memorandum • united states government 


TO : 
FROM : 
SUBJECT: 

REFERENCE* 


DATE: SEP 4 1947 


Chief, ICAPS 

Executive for Inspection and Security 

Nomination of Major Norvel H. Barnhart as War Department 
Representative to the CIGReadl^^Panel 

CIG Operations Memorandum No. 8 dated 12 May 19ii7> subjects 
"Acceptance of Liaison Officers to the Central Intelligence 
Group." 


1. The ID, WDGS has designated Major Norvel H. Barnhart as a temporary 
War Department representative to the Reading Panel, CIG, for the purpose of 
determining the advisability of designating a permanent representative. 

2. The information called for tinder Paragraph 2.b.(3) of the Reference 
concerning the individual's background, integrity and loyalty has been satis- 
factorily furnished. 

3. From a security standpoint, no objection is interposed to the ac- 
ceptance of Major Barnhart for the duty as outlined in Paragraph 1 above. 
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Colonel^ Inf. 

Executive for Inspection and Security 
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